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M. W. ZIMMERMAN 

ELECTRICAL SUPPLIES AND FIXTURES 

FLUORESCENT LIGHTING 

12 PARK STREET SPRINGFIELD, MASS. 

TELEPHONE 9-5619 



THE HOME OF MAJESTIC QUALITY PRODUCTS 




SACKETT, NEVINS AND DEGRAW STREETS 
OFFICE: 537 SACKETT STREET, BROOKLYN 17, N. Y. 



A MODERN FACTORY, COMPLETELY EQUIPPED FOR THE 

EFFICIENT PRODUCTION OF SUPERIOR 

LIGHTING EQUIPMENT. 




FIXTURES . . PARTS . . ACCESSORIES 









"Majestic" serves the buyer well, 
with Lighting Fixtures that excel. 

AJESTIC . . . Leaders of Lighting Fashions since 1920 • . . again pre- 
sents the outstanding line of lighting equipment. 

The quality of Majestic Lighting Equipment begins in the creative mind 
of our staff of designers, each an artist in his field. The finest of raw 
materials and the most modern machinery are fused together by the 
most skillful workmen to make an excellent product. 

Majestic sets a new standard of lighting fashions. 

Many years of practical application have gained us an extensive 
scientific knowledge of the demands of the industry. We combine this 
knowledge with efficiency both in management and production to 
create unrivaled values. Thus, it is possible for us to offer you quality 
products at prices to help you secure more profitable business. 

MAJESTIC LIGHTING FIXTURES 

carry a definite assurance of the highest attainments in 



All wired fixtures have the approval of the Underwriters' Labora- 
tories, and labels furnished. 

All labor used in manufacture of our product is in agreement with the 
International Brotherhood of Electrical Workers, A.F.L., and also is in 
strict accordance with the Wage and Hour Law. 
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No. 461—1 Light— Back Plate 3%" x 61//', Extension 6". 
No. 462—2 Light— Back Plate 3%" x 61/?', Spread 9". 
No. 463—3 Light—Length 36", Body Length 17l/ 2 ", Spread 16". 
No. 465—5 Light— Length 36", Body Length 17l//\ Spread 20". 
No. 466—1 Light— Length 15", Width 7". 

FINISHES; Polished Brass, Chromium, Silver 
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No. 111—1 Light— Back Plate 4%" x 6", Extension 7". 

No. 113—3 Light— Length 36", Body Length 16", Spread 20". 

No. 116—1 Light— Length 14", Width 8". 

No. 117—1 Light— Length 36", Body Length 21", Width 14". 

FINISHES: Pol/shed Brass, Chromium, Silver 
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No. 109—1 Light— Length l4i/ 2 ", Width 8i/ 2 ". 
No. 110—1 Light— Length 36", Body Length 141/2", Width 8l/ 2 " 
No. 115—5 Light— Length 36", Body Length 16", Spread 22". 
FINISHES: Polished Brass, Chromium, Silver 
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No. 433—3 Light— Length 36", Body Length 171/2", Spread 16". 
No. 434—3 Light— Length 14", Spread 13", Reflector 14". 
No. 437—1 Light— Length 36", Body Length 15", Width 7". 

FINISHES: Polished Brass, Chromium, Silver 
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N 0i 431 — i Light— Back Plate 3%" x 6i/ 2 ", Extension 6". 
No. 432—2 Light— Back Plate 3%" x 6i/ 2 ", Spread 9". 
No. 435—5 Light— Length 36", Body Length 17i/ 2 ", Spread 20". 
No. 436—1 Light— Length 15", Width 7". 

FINISHES: Polished Brass, Chromium, Silver 
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No. 141—1 Light— Back Plate 414" x 6", Extension 7". 

No. 142—2 Light— Back Plate 41/4" x 6", Spread 10". 

No. 143—3 Light— Length 36", Body Length 14", Spread 16". 

No. 145—5 Light— Length 36", Body Length 14", Spread 18". 

No. 146—1 Light— Length 12", Width 8i/ 2 ". 

No. 147 — 1 Light Hanging Lantern 

Length 36", Body Length 12", Width 8i/ 2 ' 

FINISHES: Polished Brass, Chromium, Silver 
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COLONIAL LANTERNS 



No. 119—3 Light— Length 36", Body Length 16", Width 10". 

Glass — 8i/ 2 " in diam. x 7 1 /?" in depth, hand cut and polished, grape cut design. 

No, 120—3 Light— Length 36", Body Length 16", Width 10". 

Cylinder — 8" in diam. x 9" in height, hand cut and polished, grape cut design. 

No. 121—1 Light— Length 10i/ 2 ", Width 6". 

Cylinder — 4" in diam. x 6" in height, grape cut design. 

No. 122—1 Light— Length 36", Body Length 9\ Width 6". 
Cylinder — Same as on No. 121. 

No. 125— 3 Light— Length 10", Width l()i/>". 
Glass — Same as on No. 1 19. 



FINISHES: Polished Brass, Chromium, Si! vet 
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No. 276—2 Light— Glass 8", Width 9". 
No. 277—2 Light— Glass 10", Width 11". 
No. 278—3 Light— Glass 12", Width 13". 
No. 451—1 Light— Back Plate 4i/ 4 " x 6", Ext, 6". 
No. 452—2 Light— Back Plate 4i/ 4 " x 6", Spread 9". 
No. 453—3 Light— Length 36", Spread 16". 
No. 455—5 Light— Length 36", Spread 18". 
No. 456—1 Light— Length 12", Width 8l/ 2 ". 

FINISHES: Polished Brass, Chromium, Silver 
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No. 107—1 Light— Length 36", Body Length 17", Width 14". 
Reflector 14", finished in Red or Green. 

]\j . 108—1 Light— Length 36", Body Length 18", Width 14". 
Reflector 14", finished in Red or Green. 

No. 118—1 Light— Length 36", Body Length 22", Width 13". 

Glass — 10" in diam. x 8l/ 2 " in depth, Astral, Early American, hand cut and 
polished. 

FINISHES: Polished Brass, Chromium, Silver 
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No. 423—3 Light— Length 36", Body Length 16", Spread 16". 

No. 426—1 Light— Length 12", Width SI//'. 

No. 427—1 Light— Length 36", Body Length l4l/ 2 ", Width 8i/ 2 ". 

FINISHES: Polished Brass, Chromium, Silver 
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No. 421—1 Light— Back Plate 41/4" x 6", Extension 6". 

No. 422—2 Light— Back Plate 4l/ 4 " x 6", Spread 9". 

Na 425—5 Light— Length 36", Body Length 16", Spread 18". 

FINISHES: Polished Brass, Chromium, Silver 
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No. 443—3 Light— Length 36", Body Length 17l/ 2 ", Spread 16" 
No. 444—3 Light— Length 14", Spread 13", Reflector 14". 
No. 447—1 Light— Length 36", Body Length 15", Width 7". 

FINISHES: Polished Brass, Chromium, Silver 
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No. 441—1 Light— Back Plate 3y 8 " x 6i/ 2 ", Extension 6". 
No. 442—2 Light— Back Plate 3%" x 61 /2", Spread 9". 
No. 445—5 Light— Length 36", Body Length 17i/ 2 "> Spread 20". 
No. 446—1 Light— Length 15", Width 7". 

FINISHES: Polished Brass, Chromium, Silver 




15 




(IV 



ROYAL SEN 



Pi 
\ 
ill 




No. 556—1 Light 
Length 12" Width 9 " 





No. 557— 1 Light 

Length 36" Body Length 12" 

Width 9" 



No. 553—3 Lights 

Length 36" Body Length 14" 

Spread 17" 

FINISHES: Polished Brass or Chromium 
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No. 551—1 Light 
Back Plate 4%" Extension 6" 




No. 552—2 Lights 

Back Plate 43/ 4 " Spread 9" 




No. 555—5 Lights 
Length 36" Body Length N' 

Spread 18" 

FINISHES: Polished Brass or Chromium 
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No. 586—1 Light 
Length 12" Width 9 
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No. 587—1 Light 

Length 36" Body Length 12" 

Width 9" 



No. 583—3 Lights 
Length 36" Body Length 14" 

Spread 17" 

FINISHES: Polished Brass or Chromium 
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No. 581—1 Light 
Back Plate 4%" Extension 6 





No. 582—2 Lights 
Back Plate 4% " Spread 9" 



No. 585—5 Lights 

Length 36" Body Length 14" 

Spread 18" 



FINISHES: ; Polished Brass or .Chromium 



19. 



m 





No. 286—1 Light 
Length 12" Width 9" 



THE II. Hill SERIES 





No. 287—1 Light 

Length 36" Body Length 13" 

Width 9" 



No. 283—3 Lights 

Length 36" Body Length 14" 

Spread 14" 

FINISHES: Polished Brass or Chromium 
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No. 281—1 Light 
Back Plate 4%" Extension 6" 




No. 282—2 Lights 
Back Plate 4 3^" Spread 9" 




No. 285—5 Lights 

Length 36" Body Length 14" 

Spread 18" 



FINISHES: Polished Brass or Chromium 
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No. 536—1 Light 
Length 15" Width 7" 




No. 537—1 Light 
Length 36" Body Length 15" 

Width?" 



No. 533— 3 Lights 

Length 36" Body Length 16" 

Spread 16" 

FINISHES: Polished Brass or Chromium 
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No. 531—1 Light 
Back Plate 43/ 4 " Extension 6" 




No. 532—2 Lights 
Back Plate 4% * Spread 9" 




No. 535—5 Lights 

Length 36" Body Length 13" 

Spread 19" 



FINISHES: Polished Brass or Chromium 
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No. 100—1 Light— Top Diam. 51/4", Length 7i/>". 

No. 221—1 Light— Back Plate 4%", Extension 6". 

No. 222—2 Light— Back Plate 43^", Spread 9". 

No. 223—3 Light— Length 36", Body Length 13", Spread 16". 

No. 225—5 Light— Length 36", Body Length 13", Spread 18". 

FINISHES: Polished Brass or Chromium 
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No. 325—5 Lights 

Length 36" Body Length 15" 

Spread 18" 

Plates punched for crystals 

Furnished with or without crystals 



No. 315— 5 Lights 

Length 36" Body Length 15" 

Spread 18" 




No. 106—1 Light 

Length 18" 

Furnished with 10" ribbed shade 

in Red, Green or Yellow 



FINISHES: Polished Brass or Chromium 
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No. 601—1 Light 

Back Plate 4% " Extension 6" 

Takes 8 Prisms 





No. 602—2 Lights 

Back Plate 4 %" Spread 9l/ 2 " 

Takes 13 Prisms 



No. 605—5 Lights 

Length 36" Body Length 17l/ 2 ' 

Spread 20" 

Takes 40 Prisms 

FINISHES: Polished Brass or Chromium 
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No. 611—1 Light 

Back Plate 43/ 4 " 

Extension 6" 

Takes 8 Prisms 





No. 612— 2 Lights 
Back Plate 4%" Spread 9%" 

Takes 13 Prisms 



No. 615—5 Lights 

Length 36" Body Length l7l/ 2 " 

Spread 20" 

Takes 40 Prisms 



FINISHES; Polished Brass or Chromium 
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No. 724—3 Lights 
14'' x 36" 202 Crystals 




No. 726—1 Light 
Diameter 6" 39 Crystals 



No. 728—1 Light 
Diameter 8" 64 Crystals 



No. 730— 1 Light 
Diameter 10" 115 Crystals 



No. 732—3 Lights 
Diameter 12" 130 Crystals 



No. 734—3 Lights 
Diameter 14" 192 Crystals 



No. 701 — 1 Light 

8" x 13" 64 Crystals 



FINISHES: Polhhed Brass or Chroh 
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No. 708—1 Light 

8" x 36" 64 Crystals 




No. 710— 1 Light 
10" x 36" 115 Crystals 



No. 712— 3 Lights 

12" x 36" 130 Crystals 



No. 714— 3 Lights 
14" x 36" 192 Crystals 




FINISHES: Polished Brass or Chromium 



No. 704—3 Lights 

14" x 20" 192 Crystals 
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No. 824—14" Plaid Glass. 

No. 825—14" White Glass. 

Top Diam. 53^" Length 6" 

3 Lights, wired 

FINISH: French Gold 




N 403 — 14" Gold and Pink Glass. 

No. 404 — 14" Rose and Green Glass. 

No. 405—14" White Glass. 

Top Diam. 5%" Length 6 " 

3 Lights, wired 

FINISH: French Gold 
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No. 830—12" White Glass. 

No. 831 — 12" Gold and Green Glass. 

No. 832 — 12" Rose and Green Glass. 

TopDiam. 5%" Length 6" 

2 Lights, wired 

FINISH: French Gold 



No. 833—14" White Glass. 

No. 834—14" Gold and Green Glass. 

No. 835 — 14" Rose and Green Glass. 

TopDiam. 5%" Length 6" 

3 Lights, wired 

FINISH: French Gold 




No. 815—15" Yellow and Gold Glass. 

No. 816—15" Rose and Green Glass. 

TopDiam. 53/ 4 " Length 6" 

3 Lights, wired 

FINISH: French Gold 



No. 817 — 17" Yellow and Gold Glass 

No. 818 — 17" Rose and Green Glass. 

TopDiam. 53,4" Length 6" 

4 Lights, wired 

FINISH: French Gold 
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IP" 
\ 



.j] 




No. 904—3 Light— 15" Yellow and Gold Glass. 
No. 905—3 Light— 15" Rose and Green Glass. 
No. 915—4 Light— 17" Yellow and Gold Glass. 
No. 916—4 Light— 17" Rose and Green Glass. 

Depth 7" 
FINISH: French Gold 



No. 844—3 Light— 14" Gold Glass. 
No. 845—3 Light— 14" Rose Glass. 
No. 846—4 Light— 16" Gold Glass. 
No. 847—4 Light— 16" Rose Glass. 

TopDiam. 5%" Depth 6" 

FINISH: French Gold 





No. 911—3 Light— 14" Gold Glass. 
No. 912—3 Light— 14" Rose Glass. 
No. 913—4 Light— 16" Gold Glass. 
No. 914—4 Light— 16" Rose Glass. 

Depth 7" 
FINISH: French Gold 
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No. 822—2 Lights 
TopDiam. 5%" Depth 51/2 

13" Round White Glass 
FINISH: Off White 
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No. 212— 2 Lights 

TopDiam. 5%" Depth 6" 

12" Crimp Cut Glass 
FINISH: Off While 





No. 862—2 Lights 

TopDiam. 5%" Depth 5' 

14" Round White Glass 

FINISH: Off White 

No. 863—3 Lights 
Dimensions, same as on No. 862 




No. 854—3 Lights 

TopDiam. 5%" Depth 6" 

15" Round White Glass 

FINISH: French Gold 
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No. 269~2 Lights 

No, 270—2 Lights 

Wired 
Depth 6" 




No. 272—2 Lights 


8" Glass 


No. 273—2 Lights 


10" Glass 


No. 274—3 Lights 

Wired 
Depth 6" 


12" Glass 




No. 200—1 Light 

6" Fitter 

Band only 

Wired less Glass 




No. 4363—1 Light 

3!/4" Fitter 
Glass 31/4" x 7" 

Wired 
TopDiam. 5" Depth 7" 




No. 252 6" Glass 

Wired with Glass 

Depth 41/ 2 * 





No. 201—2 Lights 

8" Fitter 

Band only 

Wired less Glass 



No. 202—2 Lights 

10" Fitter 

Band only 

Wired less Glass 
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No. 21—1 Light 
Height 7" Extension 5" 




No. 40—1 Light 
Top Diam. 5I/2" Depth $y 2 u 




No. 22—2 Lights 

Height 7 " Spread 5" 




No. 32—2 Lights 
12* x 7" Ovai 




No. 342—2 Lights 
Size of Plate 10" 




No. 343—3 Lights 
Size of Plate 12 u 
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No. 123—1 Light 
Back Plate 3y 2 " x 7" Extension 6" 



No. 124—2 Lights 
Back Plate 3W' x ?" Spreads 





No. 4406—1 Light 

Back Plate 3 1 / 4 ,/ x 6" 

Extension 4y 2 " 



No. 4407—2 Lights 
Back Plate 3^" x 6" Spread 9" 



FINISHES: Polished Brass or Chromium 
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No. 7004—4" Holder 



No. 7009—6" Holder 

Less Glass 

FINISHES: Bronze or Chromium 






No. 766—1 Light 

TopDiam. 5%" 

Depth 31/2" 



No. 769—1 Light 
TopDiam. $y 4 " 




No. 1 60—1 Light— Top Diam. 5l/ 4 ", Depth 7" 
No. 765 — 1 Light— Top Diam. 51/4". 

Standard Lengths— 24", 30", 36" 
FINISH: Satin Chromium 



No. 7014—1 Light— 4" Holder. 
No. 7016—1 Light— 6" Holder. 

TopDiam. 5^" 

Standard Lengths— 24". SO". W 

FINISHES: Bronze or Chromium 
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IMS MB STAMPINGS 





No. 1540— 2 Lights 

Spread 12" x 7" 



No. 1524—4" 

Top Diam. 5i/ 2 " Depth 4%' 

Less Glass 

Wired with Cord and Plug 




No. 105— 1 Light 
Back Plate 4l/ 2 " Extension 5" 




No. 103—1 Light 
Top Diam. 5" Depth 7" 




No. 469— 31/4 "Fitter 
Top Diam. 6" Depth iy 4 ' 



No. 470—4" Fitter 
Top Diam. 6" Depth 2" 




No. 1534—4" 
No. 1536—6" 




No. 247—31/4" Fitter 

Top Diam. 6" Depth 13^' 

With Cross Bar for Recept. 



No. 248—4" Fitter 
Top Diam. 6" Depth 2" 
With Cross Bar for Recept. 
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All CEILING LIGHTS 









No. 65—1 Light 
Plate 41/7" x 21/7 " Extension 5" 



No. 66—1 Light 

Back Plate 6" x 4" 
Extension 5" 




No. 67—2 Lights 
Plate 41/ 2 " x2l/ 2 " Spreads" 




No. 1509—21/4" Fitter 

Diameter 4%" Depth 23^" 

Without Outlet 

Less Glass 




No. 1806—1 Light 
Fop Diam. $l/ 2 " Depth $l/ 2 " 




No. 1305—21/4" x4l/ 4 ' 
Less Glass 



No. 1510— 21/4 " Fitter 

Diameter 4%" Depth 2 \' A " 

With Outlet 

Less Glass 



No. 1516— 31/4" Fitter 

Diameter 5" Depth 2 1/4' 

Without Outlet 

Less Glass 



No. 1517—31/4" Fitter 

Diameter V Depth 2l/j" 

With Outlet 

Less Glass 




No. 1306— 1 Light 
Top Diam. 6" Depth 4%' 




No. 475—6" Fitter 

Top Diam. 8l/ 4 " Depth 21/," 

Less Glass 
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No. 258—4" 
TopDiam. 5l/ 2 " Depth 1%' 




No. 1502— 2i/ 4 " Fitter 
No. 1503— 31/4" Fitter 
No. 1508—4" Fitter 
Top Diam. 5I/2" Depth 3 1 // 




No. 1161 — 1 Light 

TopDiam. 5i/ ? " 

Depth V 




No. 259—1 Light 
TopDiam. 5" Depth 2%' 




No. 1506—6" 
Top Diam. 5l/>" Depth 4i/>" 




No. 1203—31/4" 
TopDiam. 5" Depth 2%* 




No. 1548—1 Light 
Top Diam. 4i/ 4 " Depth 31/4" 




No. 482— 2 14 "Fitter 

No. 483—31/4 "Fitter 

Top Diam. 5l/ 2 " Depth 31/." 

Less Glass 




No. 801—4" 
lop Diam. 6i/ 2 " Depth 2 1/4" 




No. 1504—4" 
Top Diam. 5i/ 2 " Depth 4%' 




No. 1500— 2 1/ 4 " Fitter 

No. 1501— 31/4" Fitter 

No. 1505—4" Fitter 

rop Diam. 51/7" Depth 5l/ 2 " 

Less Glass 




No. 1160—1 Light 

Top Diam. 51/2" Depth 31/2' 
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